From: 

Sent: 

To: 


Corbett, Kate (DPH) 

Tuesday, September 16, 2008 7:15 AM 
Lauren O'Neil 


What up? Your email keeps denying my hotmail...anyways...how is the new commute? Let me know when you want to 
hit up the xmas tree shop! I’m ready when you are! 
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